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2x4 STUDS • 16"0X, 



EXIT - 


COVER INTERIOR WALLS, FLOOR 
AND C9UNG WITH 2 LAYERS OF 
REINFORCED POtrnHYLENE SHEETING 


2x4 STUDS 0 16" OC 


: l. l . . fi ■■ 




3'-0 


MINIMUM 


INSTALL PLYWOOD ON SIDE OF FRAME 
VISIBLE TO THE PUBLIC 


STRUCTURAL FRAMING OF DECONTAMINATIONUNIT 



BATTERY POWERED OR 
GLOW IN DARK EXIT SIGN 


L_CTJ 


EMERGENCY 
EXIT 
ONLY 


FIRE EXTINGUISHER 


1/2" PLYWOOD DOOR 
COVERED WITH 2 LAYERS 
OF POLYETHYLENE SHEETING 
(OMIT PLYWOOD TOR 
EXISTING DOOR) 

PHOSPHORESCENT LETTERING 
SIGN TO BE INSIDE WORK 
AREA IN ENGLISH AND 
LANGUAGE OF WORK FORCE. 


ShMt « 


of 


10 




iNLERlNG PROGRAM MANAGES, 
SD TRADE 



OUTUNE DOOf* WITH 
FLUORESCENT TAPE 



HINGES MOUNTED 
ON OUTSIDE 

(OMIT FOR EXISTING DOOR) 


3-0" (N.Y.) 


■3 



NOTE: 


ALL LUMBER, PLYWOOD, AND SCAFFOLD PLANKING AT THE WORK- 
SITE SHALL BE TREATED FIRE RETARDANT AND BEAR A U.L DESIGNATED 
RATING FR-S. 

ALL POLUTHYLENE SHEETING AT THE WORKSITE SHALL BE 6-MIL i 
THICKNESS OR GREATER AND SHALL BEAR A FIRE RETARDANT DESIGNATION 
CONFORMING TO NFPA STANDARD 701, "LARGE SCALE FLAMMABIUTY TEST". 
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AIR LOCK 


FIRE EXTINGUISHER 



EQUIPMENT WASTE 
WASH ROOM 



BOTTOM 
WEIGHTED 
CURTAIN DOORS 
(TYP^) 
■ ■ " 



INSTALL LOCKERS, BENCHES, 
CLOTHING HOOKS AND SHELVES 


AIR LOCK 


SHOWERS 


AIR LOCK U CLEAN ROOM 


ENTRANCI 


FIRE EXTINGUiSHEl 
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AIR LOCK 
FIRE 

EXTINGUISHER 
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EQUIPMENT WASTE 
WASH ROOM 


V 


BOTTOM WEIGHTED 
CUDTAW DOORS 
(TYPICAL) 
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AIR LOCK 


HOLDING AREA 
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ENTRANCE 


FIRE EXTINGUISHER 


.OCKABLE DOOR 
LOUVERED AND 
WITH HEPA FILTER 


T 


LOCKABLE DOOR 
LOUVERED ANO 

WITH HEPA FILTER 


TYPICAL WORKER DECONTAMINATION ENCLOSURE 

(SHALL BE DIMENSIONED- ON SHOP DRAWINGS) 


TYPICAL WASTE DECONTAMINATION ENCLOSURE 
(SHALL BE DIMENSIONED ON SHOP DRAWINGS) 
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ENVIRONMENTAL 


B1/B2 LEVELS 

FIREPROOFING ABATEMENT 
ANO REPLACEMENT 


ASLii^fOS ABATEMENT 
DETAILS 


This brwrifig subject to condtkra in Controct M 
invention*, fc*ot. designs and methcxh new ore 
reserved to Pci AtiUtoKt/ ond may not be used 

without & written ccnwnt 
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